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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 



IS 6096 (1971) : Dimensions for sprockets for 35 mm motion 
picture projectors [MED 32: Photographic Equipment] 




Jawaharlal Nehru 
'Step Out From the Old to the New" 



aj^&vi iJii^s:y>K^ isb^^ni^seg 



:<>5&i| mT'5K^5?::5:^>^i»l 



K^^^iXSVCd^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 




^'^^^r 



k 




BLANK PAGE 



^*-^^^ 





PROTECTED BY COPYRIGHT 



UDC 778-533-i:77l'53l-35l 



15:6096-1971 




Indian Standard ( Reaffirmed 2005 ) 

DIMENSIONS FOR SPROCKETS FOR 35 mm MOTION 
PICTURE PROJECTORS 



n 



i. Scope — Dimensions of 16-tooth intermittent sprockets and I6-, 24- and 32-tooth feed and holdback 
sprockets suitable for use with any of the perforations given in iS:608S.|97i 'Dimensions for 35 mm 
motion picture film\ 

2. Terminology 

2.1 Intermittent Sprocket — In intermittently rotating sprocket, usually driven by a Maltese cross device to 
advance the film one frame at a time past the projector aperture at the designated rate. 

2.2 Feed Sprocket — A sprocket serving to draw the film in the direction of rotation; usually applied to a 
sprocket drawing film from a take-off reel. 

2.3 Holdback Sprocket — A sprocket serving to restrain the film against tension: usual^ly applied to a 
sprocket restraining the passage of the film to a take-up reel. 

3. Dimensions and Tooth Forms 

2A The dim.ension of the sprocket shaM be as given below read with the figure. Alternative tooth forms 
are recognized and are designated Type A and Type B in the figure. 
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35 mm SPROCKET DIMENSIONS COMMON TO ALL SIZES 1 


Dimension 




MilMmetres 
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28-55 ±0-025 
1-0 =b0-05 
1-4 +0 

-0-5 
0-8 d=0-l 
(•96 
OMO 
7^30' 


Note — Apart from the essential dimensions, these fig 
and are not intended to indicate details of design. 
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ALTERNATIVE TOOTH FORMS 
IN RADIAL DIRECTION 





35 


mm SPROCKET DIMENSIONS VARriNG WITH SIZE 

(All dimensions in millimetres) 






Dimension 


Internnittent 


Feed Sprocket 


Holdback Sprocket 




i6-Tooth 


16-Tooth 


24-Tooth 


32-Tooth 


16- Tooth 


24-TQoth 


32-Tooth 
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24-13 ±0-025 

23-88 d= 0-05 

26-67 

22° 30' ±0-7-5' 


24*13 ±0-05 
23-88 ± 0-05 

26-67 
22"^ 30' ± I -5' 


36-14 ±0-05 

35-89 ± 0-05 

38-68 

I5''± 1-0' 


48-18 ±0-05 
47-93 ± 0-05 
507 
11" 15' ±0-75' 


23-88 ± 0-05 
23-63 ± 0-05 

26-42 
22°a0'± 1-5' 


35-81 ±0-05 

35-56 ± 0-05 

38-35 

!5° ± 1-0' 


47-73 ± 0-05 
47-48 ± 005 

50-27 
! 1° !5' -L ().75' 


Note — In certain cases it may be necessary to vary dimension E to suit a particular manufacturer's design with 
relation to the film path from the gate. 
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